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acre: Im OHS 1 = 10001, 
{L CAPACITOR VALUES ARE IM utd, 
INDICATES VOLTAGE READING. 
TALL VOLTAGES ARE OC POSITIVE UNLESS MARKED OTHERWISE. 
ALL VOLTAGES ARE MEASURED FROM POINT INDICATED TO CHASSIS OROUNO. 
war [EXCEPT AC VOLTAGES ON POWER TRANSFORMER WIKDINGS, 
VOLTAGE READINGS TAKEN WITH AN IT MEGOHM INPUT VTVM. A HIGH VOL TAGE 
‘BC PROBE SHOULD BE USED WITH THE VIVM TO MEASURE THE B+ VOLTAGE. 
ORG. VOLTAGES MAY VARY 210%, 
REFER TO THE X-RAY VIEW FOR THE PHYSICAL LOCATION OF PARTS OM THE 
CIRCUIT BOARD. 


OPTIONAL: SEE RIGHT. HAND COLUMN ON PAGE 12. 
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SCHEMATIC OF THE 
HEATHKIT® 
CABLE CONNECTOR AC POWER SUPPLY 

Te MODEL HP-24 


